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E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UK, BU 

SUBJECT: UK DIODES TO BULGARIA - IL 1544 

REF: A) COCOM DOC (74)1952 
B) OECD PARIS 29968 

ALL THESE DIODES HAVE IMPORTANT STRATEGIC USES. HOWEVER, 
USDEL MAY STATE NO OBJECTION TO TYPE CXY 820A WITH CAVEAT 
THAT WE COULD NOT AGREE TO EXPORT OF THIS TYPE IN PRODUC- 
TION QUANTITIES FOR USE IN INTRUDER ALARM SYSTEMS WITHOUT 
FURTHER JUSTIFICATION AS TO WHY DIODES IN THE 8-12 GHZ 
FREQUENCY RANGE ARE REQUIRED FOR THIS END USE. OBJECT TO 
TYPES CXY 821A, 821B, 821C, AND 821D WHIC ARE VARACTOR 
DIODES CONSIDERED BY US TECHNICIANS TO BE COMPLETELY 
UNSUITABLE FOR THE STATED END USE AND TO TYPE 823A WHICH 
HAS A FREQUENCY RANGE OF 26 - 36 GHZ FAR IN EXCESS OF ANY 
CONCEIVABLE REQUIREMENT FOR THE STATED END USE. KISSINGER 
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